ENTRANCE TO PHILADELPHIA-CAMDEN 
HIGH SPEED LINE FROM HOTEL LOBBY 
Popular priced dining room and cocktail cor¬ 
ner. Barber shop. 222 rooms in a modern 
fireproof building. Rates $1.50 up. 

G. H. Smith, Manager 
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PLAZA HOTEL — 5th and 




































